COMBINED APPROVAL ACTION 

0*Tt 

29 April 1976 lc 

TO: FR/l/CH 

FROM: Chief, OSG/Operutional Clearance Branch 

Room 2 B l6 Hqs . 

L J 

SUBJECT: SCHMIDT, Lajos (Dr) 


A. xxcxPOA QA is hereby granted for use of subject. 

POA is lasued for use of Subject as set forth In form 772 dated 8 April 1976. 
Please submit PRQ Part I and PRO XI. 

B, Other OC Branch actions: SRD* CNC** SI 


C. Name trace actions relating to the above were conducted with the following 
results. (X NEGATIVE; P POSITIVE) 
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♦Liaison - A security determination on the reliability of Subject as a proposed 
original recipient of classified information has been made in accordance with 
CSI 60-10. A Security and Reliability Determination (SRD) is not an approval 
for operational use of Subject as an agent but a determination that no derog- 
atory information is available that would preclude the exchange of information 
with Subject within tbe restrictions of applicable CIA regulations. 

**A Covert Name Check (CNC) is the result of internal name tracing and appropriate 
National Agency Checks (NAC's) and is not an approval for operational use. 
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